1993 Annual Editorial Index 


Feature-length articles that appeared in GLASS INDUSTRY issues. 
Classifications indicate the major interest of each article. 


Title 


Issue Page 


Title Issue Page 





ANNEALING/STRENGTHENING 


Heat Strengthening Versus Tempering 
Annealing/Strengthening Equipment Exhibit 
in Print 
The How and Why of Chemically Strengthened 
Glass 


BATCHING 


Fiberglass Requires Quality Cullet 

Energy Advantages of High Cullet Use 
Batching Equipment Exhibit in Print 

A Batch Treatment Plant for Container Glass 


DECORATING 


Decorators Look to Lead-Free Colors 

Heavy Metals Issues Dominate SGCD Meeting 

SGCD Anniversary Seminar: 30 Years and 
Expanding 

Preview of SGCD Exhibitors 


ECONOMICS 


Industry Outlook for 1993 

The Global Outlook for Reinforced Glass 
Composites 

How the Industry Fared in 1992 

Four Leading Factors in the Growth of the 
Asian Construction Market 

Glass Industry in Asia is Full-Speed Ahead in 
All Areas 


ENERGY/ENVIRONMENT 


How Much Lead Leaches from Crystal 
Glassware? 

How to Control Oil/Grease in the Effluent 
from Glass Container Plants 

Reducing NOx Emissions 

Pollution Control Equipment Exhibit in Print 

Government Regulation Increases for Chrome- 
Bearing Hazardous Waste 


FABRICATION 


Architects Turn to Laminated Glass 
Fabrication Equipment Exhibit in Print 


FORMING 


Computer Modeling of the Forming Process 
Forming Equipment Exhibit in Print 


GENERAL FEATURES 


Harold McMaster Receives the Phoenix Award 





Fiber Partitions Meet New Packaging Demands Nov. 
Behavior-Based Safety at PPG Industries, Inc. Dec. 


MARKETING 


The Boom in Special Purpose Glasses 

Video Gives the Competitive Advantage 

How the ISO 9000 Quality Standards Program 
Works 


MEETINGS/SHOWS 


Glass Problems Conference Report 

Glassman Europe °93 Preview 

Heavy Metals Issues Dominate SGCD Meeting 

SGCD Anniversary Seminar: 30 Years and 
Expanding 

Preview of SGCD Exhibitors 

Atlanta Site of iGm/FW °93 

Preview of What Exhibitors will Show at iGm 

interGLASSmetal Show Finds Industry in 
Optimistic Mood 


MELTING 


Alternative Regenerator Systems for the ’90s Mar. 
Process Modifications for NOx Control Mar. 
Combustion Equipment Exhibit in Print Mar. 


PROCESS CONTROL/INSTRUMENTATION 


Temperature Monitoring Equipment Exhibit 
in Print Jan. 

How to Replace a Complex Control with 
Minimum Production Interruption 

Why a Preventive/Corrective Furnace 
Maintenance Program Is Important 

Characteristics of Good Forehearth Control 

Customized Process Control Systems Insure 
Quality at Vitro Plants 

Process Control Equipment Exhibit in Print 

Oxy-Fuel Firing for Emissions Control on a 
Fiberglass Melter 


QUALITY CONTROL/INSPECTION 


How the ISO 9000 Quality Standards Program 
Works 
Quality Control Equipment Exhibit in Print 


MATERIALS 


How Glassmaking Wastes Can be Used as Raw 
Materials 


REFRACTORIES 


Refractory Products Exhibit in Print Sept. 
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